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Message Text 

CONFIDENTIAL 

PAGE 01 TRIPOL 00847 291445Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO /028 W 

126236 291454Z/47 

R 291430Z JUN 77 
FM AMEMBASSY TRIPOLI 
TO AMEMBASSY ATHENS 
SECSTATE WASHDC 4515 
INFO AMCONSUL FRANKFURT 
AMEMBASSY TUNIS 

CONFIDENTIAL TRIPOLI 0847 

ATHENS FOR OIC/TSO; DEPT FOR A/SY/OPS/T AND NSU AND NEA/EX; 

FRANKFURT FOR RTC; TUNIS FOR RSO 

E.O. 11652: GDS 

TAGS: ASEC, NSU, AFSP 

SUB J : EMERGENCY GENERATOR REPAIRS 

REF: TRIPOLI 754, ATHENS 5760 

1 . SMALLWOOD AND HALE DEPARTING TRIPOLI JUNE 30 VIA KM 1 17 
TO MALTA THEN ONWARDS TO ROME JULY 1 VIA KM 108 ARRIVING 
ATHENS VIA TW 846 ON JULY 1. PLEASE MEET AND ASSIST. 

2. SMALLWOOD AND HALE WILL PREPARE WRITTEN REPORT UPON 
ARRIVAL ATHENS. HOWEVER THEY WERE UNABLE TO REPAIR 
GENERATOR AND RECOMMEND THAT NEW GENERATOR BE PURCHASED 
AND SHIPPED TO POST. 

3. ALL INDICATIONS ARE THAT GENERATOR STATOR WINDINGS 
SHORTED, RECTIFIER AND EXCITOR DIODES ARE DEFECTIVE. PARTS 

FOR GENERATOR ARE UNAVAILABLE LOCALLY NOR AT NEARBY POST FOR 
ADEQUATE MAINTAINENCE AND REPAIR OF EQUIPMENT. 

4. EMBASSY APPRECIATES ASSISTANCE RENDERED BY 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 TRIPOL 00847 291445Z 

TECHNICIANS. 

CARLE 


CONFIDENTIAL 
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Expiration: 
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Subject: EMERGENCY GENERATOR REPAIRS 
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